HP ADJUSTMENT PATTERN.EXE

VERSION: 2.00 Rev A

OPERATING SYSTEM(S): 
Microsoft Windows 98
Microsoft Windows Millennium Edition (ME)
Microsoft Windows 2000
Microsoft Windows XP 32-bit Personal
Microsoft Windows XP 32-bit Professional

DESCRIPTION: This CD contains the HP Auto-Adjustment utility, which is a single pattern
program designed to help improve the picture quality of your HP flat panel monitor using the
analog (VGA) connector(s).


Note: Do not use the following procedure if your flat panel monitor is using a DVI connector option.
      There is no need to use this adjustment software with digital (DVI) signals.

To use the Adjustment pattern with your flat panel monitor:

1. Execute the auto-adjust function from the OSD main menu. 
2. If the result is not satisfactory, start the "Adjustment pattern.exe" program and repeat step 1.


Image quality characteristics that can be improved:  
- Fuzzy or unclear focus
- Ghosting, streaking or shadowing effects
- Faint vertical bars
- Thin horizontal scrolling lines
- Centering the picture


Note:  To achieve optimal picture performance, it is recommended that you always set the operating system display mode to your flat panel's native resolution.  See list below for reference.
14in. and 15in. flat panels = 1024x768
17in., 18in. and 19in. flat panels = 1280x1024
20in. and 21in. flat panels = 1600x1200
23in. Wide flat panels = 1920x1200